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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 147245 
ORIGIN AID-03 

INFO OCT-01 ISO-00 /004 R 

66011 

DRAFTED BY:MO/CM/TEL:WPROCTOR 
APPROVED BY/MO/CM/TEL:WPROCTOR 
DESIRED DIST:TEL 3P 

074651 241317Z/53 

R241252Z JUN 77 

FM SECSTATE WASHDC 

TO US PUBLIC HEALTH SERVICE 

JFK AIRPORT 

NEW YORK NY 

UNCLAS STATE 147245 

FOLLOWING REPEAT KINSHASA 5946 ACTION SECSTATE, CDC ATLANTA 
JUNE 23. 

QUOTE UNCLAS KINSHASA 5946 
AIDAC 

AIDAV FOR OFDA, CDC FOR FOSTER 

PASS TO US PUBLIC HEALTH SERVICE, JFK AIRPORT NY 

EO 11652: NA 

SUBJ: SERUM SAMPLE FOR TESTING 

1 . USAID SENDING SAMPLE OF BLOOD SERUM FROM PATIENT WHO DIED WITH 
HEMORRHAGIC CYNDROME FOR TESTING AT CDC VIRUS LAB. SAMPLE 
ARRIVING ON PANAM FLT 191 AT 0600 JUNE 24. AWB NUMBER AVILABLE 
FROM PANAM NY. 

2. SAMPLE IS PACKED IN DRY ICE. DOES NOT NEED REPACKING. PUT 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 147245 

ON NEXT FLIGHT FOR ATLANTA. 

3. FOR CDC: PROTOCOL PACKED WITH SAMPLE. CUTLER UNQUOTE CHRISTOPHE 
R 
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Message Attributes 
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Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 
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Control Number: n/a 

Copy: SINGLE 

Sent Date: 24-Jun-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE1 47245 

Document Source: CORE 

Document Unique ID: 00 

Drafter: MO/CM/TEL:WPROCTOR 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770226-0680 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770622/aaaaasvq.tel 

Line Count: 59 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 86774977-c288-dd1 1-92da-001cc4696bcc 
Office: ORIGIN AID 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 08-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2044206 
Secure: OPEN 
Status: NATIVE 

Subject: SERUM SAMPLE FOR TESTING 
TAGS: OGEN 

To: US PUBLIC HEALTH SERVICE 
Type: TE 
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